VERSION 5.00
Begin VB.Form frmCopyMDB 
   BackColor       =   &H00404040&
   BorderStyle     =   0  'None
   ClientHeight    =   795
   ClientLeft      =   0
   ClientTop       =   0
   ClientWidth     =   4860
   LinkTopic       =   "Form1"
   MaxButton       =   0   'False
   MinButton       =   0   'False
   ScaleHeight     =   795
   ScaleWidth      =   4860
   ShowInTaskbar   =   0   'False
   StartUpPosition =   2  'CenterScreen
   Begin VB.Frame Frame1 
      BorderStyle     =   0  'None
      Height          =   495
      Left            =   120
      TabIndex        =   0
      Top             =   120
      Width           =   4575
      Begin VB.Label Label1 
         Caption         =   "Please wait while the Database file is copied."
         BeginProperty Font 
            Name            =   "MS Sans Serif"
            Size            =   8.25
            Charset         =   0
            Weight          =   700
            Underline       =   0   'False
            Italic          =   0   'False
            Strikethrough   =   0   'False
         EndProperty
         Height          =   375
         Left            =   240
         TabIndex        =   1
         Top             =   120
         Width           =   3975
      End
   End
   Begin VB.Timer Timer1 
      Interval        =   3000
      Left            =   1920
      Top             =   3840
   End
   Begin VB.Data Data1 
      Caption         =   "Data1"
      Connect         =   "Access"
      DatabaseName    =   ""
      DefaultCursorType=   0  'DefaultCursor
      DefaultType     =   2  'UseODBC
      Exclusive       =   0   'False
      Height          =   345
      Left            =   600
      Options         =   0
      ReadOnly        =   0   'False
      RecordsetType   =   1  'Dynaset
      RecordSource    =   ""
      Top             =   4920
      Width           =   3615
   End
End
Attribute VB_Name = "frmCopyMDB"
Attribute VB_GlobalNameSpace = False
Attribute VB_Creatable = False
Attribute VB_PredeclaredId = True
Attribute VB_Exposed = False
Private Sub Form_Load()

Me.Height = 795
Me.Width = 4860

    
End Sub

Private Sub Frame1_DragDrop(Source As Control, X As Single, Y As Single)

End Sub

Private Sub Timer1_Timer()

Dim SourceFile As String
Dim DestinationFile As String
'Me.Height = 1
'Me.Width = 1
On Error GoTo DaErrorThingy
TryAgain:

Data1.DatabaseName = App.Path & "\CopyMDB.mdb"
Data1.RecordSource = "select * from DBinfo"
Data1.Refresh
Label1.Caption = "Please wait while the Database file is copied."

        SourceFile = Data1.Recordset("SourceFile")
        'MsgBox SourceFile
        DestinationFile = Data1.Recordset("DestinationFile")
        'MsgBox DestinationFile
        'Exit Sub
        
        FileCopy SourceFile, DestinationFile
        
        
        End
        
        
DaErrorThingy:
    If Err.Number = 70 Then
       MsgBox "Your database was not sucessfully copied. Make sure that it is not open by another application and copy manually. The database is located at " & SourceFile
        End
    ElseIf Err.Number = 71 Then
        MsgBox "Please insert the disk where the database is to be copied."
         GoTo TryAgain
    ElseIf Err.Number = 61 Then
        MsgBox "This disk is full please insert a new disk."
        GoTo TryAgain
    ElseIf Err.Number > 0 Then
       MsgBox "Your database was not sucessfully copied. Try coping it manually. The database is located at " & SourceFile
    End If
    End
    
End Sub
